POINTS OF SPECIAL INTEREST IN -

Norwich Cathedral, as seen from the south-
east.   The building exhibits several styles
of architecture, and has fine flying but-
tresses, tower and spire.

Here you see the Choir of Norwich Cathedral,
some of the arches being round and others
pointed. The upper windows are of later
date than the lower, and of different style.

This long corridor, which shows the Per-
pendicular style with a marvellous roof of
fan-tracery, is in the cloisters at Gloucester
Cathedral, considered the best in England.
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In this print we see the beautiful Sedilia in
Gloucester   Cathedral.    The  sediHa  in  a
church or cathedral are seats for the clergy
usually on the south side of the chancel.